
A 35 MM S.L.R. ADPT. CAN BE USED 
ON 120 REFLEX BRACKET, OR ON TRI¬ 
POD. CAMERA CAN BE ROTATED FROM 
VERTICAL TO HORIZONTAL, OR ANY 
POSITION. LENS REMAINING ON 
CENTER AREAS. 




120 REFLEX BRACKET TAKES ALL 120 
SINGLE, OR TWIN REFLEX CAMERAS. 
LIGHT ADPT. BEING POSITIONED DI¬ 
RECTLY ABOVE LENS. WITH COMBIN¬ 
ATION FLASH AND SHOE ADPT. 


120 REFLEX BRACKET WITH FLASH 
GUN OR TUBE AND BRACKET. THIS IS 
DRILLED AND TAPPED FOR STANDARD 
FLASH HOLDERS. 



120 REFLEX BRACKET WITH COMBIN¬ 
ATION FLASH HEAD AND SHOE ADPT. 
WITH STANDARD PRO HEAD IN USE. 



120 REFLEX BRACKET WITH COMBIN¬ 
ATION FLASH HEAD AND SHOE ADPT. 
WITH SHOE TYPE FLASH IN USE. 


JONES FLASH BRACKET SYSTEM 


LIST 

Reflex 120 Flash Bracket — Order No. J-100 - - 12.95 


35 MM S.L.R. Adpt. Bracket — Order No. J-200 - - *6.95 


Combination Flash Head & Shoe Adpt. — J-300 - 2.95 


Standard Flash Gun or Tube L Bracket — J-600 > 1.30 


Bounce Attachment — Order No. J-400 > - - - - 3.95 


Press Camera Bracket Assy. — Order No. J-500 
JONES PHOTOGRAPHIC EQUIPMENT 


SERVICE - REPAIR - DESIGN 
27212 EAST BASELINE 
HIGHLAND, CALIFORNIA - BOX 555 
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J-1000 REVOLVING CAMERA BRACKET ' 

1. UNIVERSAL SHOE ADAPTER 

2. ROUND FLASH HEAD POST - 
1-1/2" DIAMETER 

3. UNIVERSAL "E" CLIP - 
ADAPTER 

4. REMOVABLE COMBINATION - 
HEAD - BOUNCE ADJUSTABLE 

5. BUILT IN THUMB RELEASE - 
(SHUTTER CABLE INCLUDED) 

6. COMFORT CONTOURED HANDLES 

7. QUICK RELEASE ROTATING - 
LOCK - HORIZONTAL & - 
VERTICLE CLICK STOPS 

8. STRONG LIGHT-WEIGHT - 
ALUMINUM ALLOY 

9. HORIZONTALLY & VERTICALLY - 
ADJUSTING CAMERA PLATFORM 

10. STRONG CONVENIENT - 
TRIPOD ADAPTABLE BASE 






